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NARA RG104, Entry 1, Box 184 


Stackpole & Tobey Bankers. 

Washington, Kas. 

November 23, 1893 

Superintendent of the U.S. Mint 
Philadelphia, Pa. 

Dear Sir 

Enclosed please [find] One Dollar (Silver). This Dollars does not have the ring a silver 
dollar should have. We believe it to be a counterfeit and we would be obliged to you if you 
would give us your opinion on it. If it is a good dollar, why does it sound so dull when thrown 
down? If it is a counterfeit, we would like to know. 

Please return it to us, if good, and we will remit for your trouble, if there is any charge. 

Yours respectfully, 

Stackpole & Tobey 



